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\ rices in this bulletin are special — sub- 
ject to change without notice and for im- 
mediate shipment. 

Articles shipped by freight, express or 
parcel post, subject to extra charge for 
packing. 

Carefully examine the articles offered on 
the pages of this "M" Special. You will 
find prices that will mean good profits at 
a time when improvements and repairs 
are being contemplated. 

Our large stocks and immediate service 
you will find very helpful in business 
getting. 
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We will welcome inquiries regarding the use and installation of the Josam 
Products listed below from Catalog G: Josam Drains for Floors, Roofs, Show- 
ers, Urinals, Garages and Hospitals; Josam Swimming Pool Equipment, 
Josam-Marsh Grease, Plaster, Dental and Surgical, Sediment and Hair 
Interceptors; Josam-Marsh Shock Absorbers for pipe lines; Josam Open Seat 
Back Water Sewer Valves; Josam Open Seat Swing Check Valves; Josam 
Adjustable Closet Outlet Connections and Bends, Water and Gas -Tight. 



JOSAM MANUFACTURING COMPANY 

4905 Euclid Building, Cleveland, Ohio 
Factory: Michigan City, Indiana 
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Above is reproduced a photograph of our newest Branch. It is located in the 
heart of West Philadelphia, on Lancaster Avenue at 4007, with the rear of the Building 
extending to another main thoroughfare — 40th Street. 

Plumbers in this section will find this new Branch a decided convenience, as the 
stocks will be large and complete in every detail. 

When in the vicinity, you are cordially invited to visit us. Victor Seixas, who has 
long been with the Company, calling on the trade, will be on hand to greet you. He 
will be assisted by Albert Coutant, who is also well known to the trade. 

Phones — 

Bell-Baring 2789 AMPLE PARKING SPACE 

Keystone — West 1147 
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WASHING SINK 

WITH BUILT-IN DISHPAN 




A feature sink for 
Homes and Apartments. 
Sizes and styles for all 
kitchens. White or colors. 
Without legs or with — as 
desired. Built-in dishpan 
15 inches diameter by 8 
inches deep. May be 
had with acid-resisting 
enamel. 

WRITE FOR 
DETAILS 



Manufactured by 

THE D. A. EBINGER SANITARY MFG. CO. 
COLUMBUS, OHIO 



Chase shower rails are made of 1" O. D. gage seamless 
brass tubing. Each corner rail is in two sections operated 
at the bend; they are screwed together when assembled. 




Chase shower rail combinations are furnished complete 
with rail, flanges, rings, pins and screws. 



Ask for Other 
Chase Plumbing Supplies 



No. 187 

Double Hook. 
Each #1.44 

No. 167 

Soap Holder. 
Each #2.70 

No. 175 

Toilet Paper 
Holder or Incfcvidual 
Towel Rack. 
Each #1.60 

No. 227 

Soap Dish and Grab 
Rail. 

Each #5.70 

Opal Glass Towel 
Bar. 

No. 100 

15" 18" 24" 
y t * #2.16 #2.28 #2.72 

No. 110 

15" 18" 24" 
34" #3.40 #3.70 #4.16 

No. 240 

Tumbler. 
Each #0.70 

No. 156 

Tooth Brush and 
Tumbler Holder (less 
tumbler) . 

Each #2.86 



Bathroom Accessories — All the Name Implies — Easily 
Attached and Detached for Washing 

Small refinements show the character of the home. Sug- 
gest these accessories to your customers. 

Besides the few illustrated, we have many more acces- 
sories in stock, both white and colored. Send for illus- 
trated leaflet. 

Prices shown are for white. Prices on colored acces- 
sories on application. 
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Factories, Offices, Restaurants, Schools and Clubs are Your Prospects — Now Is the Time to Sell Our Line is 

Complete and Our Prices Right 



"PHILLIPPI 



PHILLIPPI" 



RESTAl 




lODEL 





Model P220 

With porcelain enameled iron bowl and 
drip receptor, angle stream jet, self-closing 
valve and flow regulator. "Phillippi" 
patented cooling units and olive green lac- 
quered cabinet. 

Ice Fittings Fittings 

Capacity N. P. C. P. 

Model P220.. 25 lbs. #150.00 #158.00 
Model P230. . 50 lbs. 176.00 184.00 
Model P240. .100 lbs. 224.00 232.00 



Model R275A 

With porcelain enameled iron bowl, angle 
stream jet, self-closing valve with regulator, 
Va-irich, No. 20 gauge, seamless copper coil, 
tinned inside and out. Finished outside with 
two coats rust-proof paint. 



Fittings 
X. P. 



Fittings 
C. P. 



Ice 
. Capacity 

Model R275A. 50 lbs. #98.00 #106.00 
Model R275B. 80 lbs. 122.00. 130.00 

Glass or cup can be readily filled from 
this stream. 



Model P540 

With nickel-plated copper drip receptor, 
two automatic Filglass faucets with regula- 
tors. Four white porcelain enameled side 
trays with nickel-plated brackets and guard 
rails. "Phillippi" patented cooling units. 
White porcelain enameled cabinet with 
nickel-plated trimmings. 

Ice Fittings Fittings 
Capacity N. P. C. P. 

Model P530.. 50 lbs. #250.00 #288.00 
Model P531.. 50 lbs. 226.00 258.00 
Same as P530 except no side trays. 

Ice Fittings Fittings 
Capacity N. P. C. P. 

Model P540. .100 lbs. #336.00 #385.00 
Model P541. .100 lbs. 310.00 356.00 

Same as P540 except no side trays. 




Designed expressly for Golf Courses, City Parks, Public 
Squares or other out-door places. Cabinet has a capacity of 
100 lbs. of ice and should be placed in underground concrete pit. 
Waste water from fountain passes through pedestal and is carried 
to outlet as shown furnished with 36-inch high pedestal fountain 
with 12-inch vitreous china bowl, self-closing valve and base 
cover over legs to permit adjustment. 

Cabinet height, 30 in.; length, 27 in.; width, 17 in. Concrete 
container is not furnished. 

Price, less piping #238.00 
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Cleanliness, beauty and durability are all combined in 
this lavatory of fine, twice fired, vitreous china. It is fitted 
with D1610 truart design fixture, %-inch supplies with 
truart stops and 1 14 -inch No. 317 trap. The brasswork 
is all finished in glistening chromium. 

Sizes Price 

19x21 inches 02.00 

20 x 24 inches 100.00 

22 x 27 inches 110.00 



Harmonizing in design with this beautiful lavatory and 
closet, the Metropolitan Bath will appeal to the most fas- 
tidious client. It is fitted with D1924 truart design fixture 
in chromium finish. 

Sizes Price 

5 Foot #135.00 

51/2 Foot 144.00 



IND 




A strong action, generous water surface and quiet action 
are found in this closet. Fitted with a No, 650 white 
pyralin seat and lid with brasswork in chromium gives you 
a combination of quality at a surprisingly low price. 

Price ' #52.00 
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J120 

Made of brass, heavily nickel- 
plated. Complete with head, arm, 
ring, holdfast connection, and 
white duck curtain. 

Each £10.00 

In lots of three or more 
Each £9.50 



A strictly high - grade, extra - heavy 
shower. For use over a bathtub having a 
double bath faucet. 

Complete even to the wall screws. 

Clip faucet attachment makes an abso- 
lutely tight connection to the bath faucet. 



Each N. P. £29.00 

Each CP. 36.00 

In lots of three or more. 

Each N.P. £27.50 

Each CP. 34.00 




Delaware Shower Bath, with 
l/ 2 -inch N. P. supply valves, with 
four-ball, indexed handles, l / 2 ' 
inch N. P. supply pipes to floor, 
N. P. Riser pipe and shower 
arm, with rigid joint shower 
head, 24-inch round curtain 
ring with white duck curtain, 
snaps and N. P. hold back hook. 



Each 
Each 



.N.P. £47.00 
..CP. 58.00 



If furnished with supply pipes 
to wall, and 24-inch round cur- 
tain ring. 



Each 
Each 



.N.P. £38.00 
..CP. 48.50 




J114 



Can be quickly installed with very little labor on 
most built-in fixtures with an overrim nozzle. 

Installation is made by removing old nozzle and 
replacing with the new. 

Tub is controlled independently by the small transfer 
valve in the nozzle. 

N. P. C P. 

Each $19.00 $22.80 

In lots of six (each) 18.00 21.00 
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Class Double AA Equipment 
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Safe ! Dependable ! Automatic ! 

There is no substitute for safety! Thrush System has proved 
throughout the year that it is one Pressure System which is absolutely 
safe and trouble free. Every Thrush System you install helps you to 
^ m a T-/ e ?V tat i°? ^ s the best heatin & contractor in your community. 
Jass Double AA Equipment is absolutely automatic — automatic filling 
as well as automatic pressure relief and temperature regulation. 

A Thrush Equipped and Regulated Hot Water Heating Plant is 
the ideal way to heat homes, apartments, and all buildings where 
mild, dependable, uniform heating is desired. Thrush Hot Water Heating 
is flexible and easily accommodates the weather changes. 

CLASS DOUBLE AA EQUIPMENT 

Thrush Class Double AA System consists of the Thrush Differential 
Pressure Relief Valve, Automatic Temperature Damper Regulator, Pres- 
sure Reducing Valve, Copper Bearing Steel Pressure Tank and Special 
Gauge and Thermometer. 

THRUSH AA SYSTEM Price 

Size No. Up to 350 sq. ft. of Radiation S78-00 

Size No. 1 Up to 700 sq. ft. of Radiation 82.00 

Size No. 2 Up to 1200 sq. ft. of Radiation 88.00 

Size No. 3 Up to 2000 sq. ft. of Radiation 96.00 



Silver King Boiler Solder 

For Use in All Steam and Hot Water Boilers 



Silver King 



Silver King Boiler Solder is a powdered metal solder, scientifically 
compounded to form a permanent patch at the break which resists 
pressure and expands and contracts with heat. 

Is especially recommended for use in all new installations, insur- 
ing against leaks in sand holes and threads of pipe. 

Will not deteriorate nor lose its efficiency. Will do its work 
perfectly and will save the cost many times over, in doing away 
with return trips. 

Quart can #7.20 

Carton (6-quart cans) 6.48 

Unconditionally Guaranteed 




leters 




Type 



Compound 



Keystone Water Meters are of the disc type with outer 
cases of bronze in the to 2" sizes. All working parts 
of the meter, including the case and bronze parts of the 
intermediate train, are heavily coated with tin by special 
hot dipping process. This tinning is done after the parts 
are machined — no raw surfaces are exposed to the action 
of the water. 

The Keystone Compound Meter consists of a combina- 
tion of two units, automatically controlled for measuring 
accurately large and small flows of water without decreas- 
ing pressure to any extent. 

The Pittsburgh Equitable Meter Company also manufac- 
tures the EMCO Water Heater and Gas Appliance Regu- 
lator for use on Water Heaters and Domestic Furnaces. 
Price %" size #16.00 



GALVANIZED 
RANGE BOILER 



The sum total of careful manufacture. Add 
up all the factors in the making of this 
better boiler. 

Heavy steel sheets, accurately formed ; 
greater number of rivets, uniform unskimped 
coating of pure zinc inside and out. 

All under one critical supervision, from 
the manufacture of the raw material to the 
complete product. 

Then you have in the result a Whitaker 
Range Boiler — the right kind to buy. 



4x 12 
5 x 12 
5 x 14 



STD. 
85-Lb. 
Test 

£13.20 
13.20 
19.00 



Ex. Hy. 
150-Lb. 
Test 

£16.20 
16.20 
24.00 



Something New — RIGHTWA Y OIL BURNERS. Are You Interested? A Real Dealer's Proposition Awaits You. 



JUNE 




LE CK LJRQS* 



.Co. 



19 3 1 



Uo other oa«f»rt / 
the *°* A ^ a e S sc teatur'es 








MATTER what price you 
may pay, your oil burner dollar cannot 
buy more than you get in a Rightway. 

For here is a burner tested and 
proven by the Engineering Depart- 
ments of the University of Detroit, 
University of Michigan and the Massa- 
chusetts Institute of Technology. 

Variable flame principle gives high- 
est operating efficiency and economy. 
Elimination of over 1000 parts and use 
of patented hydraulic super- sensitive, 
adjustment-proof controls, results in 
great simplicity and freedom from 
service. Your heating plant is not 
altered in any way for its installation, 
thus you can still use your boiler for 
rubbish disposal. Rightway is a full 
capacity, completely automatic, quality- 
built burner, at a phenomenal price. 
Phone for folder giving the complete 
Rightway story. 




Grates are left intact in the heat- 
ing plant so rubbish can still 
be burned in your furnace. 



A low-priced oil burner — easy to 
sell — simple to install. Any home 
owner or even renter is a prospect. 
Write for further information and 
let us give you our special dealers 
proposition. 



Two miles down the road to a distant stream — a beautiful 
pastoral picture but a long ways to go for water. 

Don't miss the importance of the story this picture tells. 
Don't underestimate the possibilities it uncovers for pump 
and water system business. 

The thousands who suffered through water 
shortage during the recent drought are the 
thousands who are now thinking in terms 
of improved and larger capacity pumping 
equipment. 

A short story but directly to the point. It 
reveals remarkable opportunities for every 
Myers dealer to increase his pump and water 
system business during the months to come. 



ASHLANO, ©HI©. 

PUMPS-WATER SYSTEMS HAY TOOLS -DOOR HANGERS 




PUMP BUILDERS SINCE 18/C 





Fig. 510 



Female I. P. 
Fig. 525 




Coupling 

to Male I. P. 



Fig. 540 




Flanging Tool 
Fig. 128E3 




Hays 90" Double-Seal 



The Hays Copper Plumbing Method provides a plumbing installation at a cost less than that of brass and but little 
more than wrought iron or steel pipe. 

The Hays Double Seal Connection employs a new and exclusive feature. Instead of one point of contact in the 
joint there are two. These are a 45 -degree and a 90-degree angle seat. The 45 -degree seat holds the pipe in a wedge, 
making an absolutely tight seal. The 90-degree seat is the shock absorber. It locks the pipe, provides a second seal of 
positive tightness, and protects the 45 -degree seal by absorbing all pulling strain and vibration. 

Note in the illustration above how snugly the "roll" in the flange fits against the 45-degree angle seat, as well 
as the 90-degree angle seat, of the connection. Only Hays has this double seal construction feature; so no other 
connection can be as strong, as tight, or as permanent. 

WE CARRY A COMPLETE STOCK OF THESE FITTINGS AS WELL AS COPPER SERVICE TUBING 



A Modern Sewage Disposal 

EASY TO INSTALL 




NET CAPACITY AND RATING 



Catalogue 
Number 



Capacity 
Gallons 



No. of People 
Home 



Recommended 
Public Bldgs. 



A-l 
A-2 
A-3 
A-4 



200 
300 
500 
1000 



6 
10 
20 
40 



12 
18 

35 



Ccver Handle - Mak## 
In a filiation easier. 



NoTt. 

Jhe Improve^/ 
"Built-in 
pipe connection 
which insures 
proper 
installation 
and prevent s 
bneakaoe 
from settlement 
of lank or in 
shipping. 




Rartihon - 



.The \nnw 

Manga 
prevents pipe 
from sliding 
in too far 
making it 
easy For 
nonskilled 
labor ho 
connect" same, 

ehminating Built-in Pipe 

alt danger Connection 

or a poor eliminates bent 
CXfnnecttOn and broken 
pipe collars, in 
handling, shipping or tank 
settlement. 

Inner Flange prevents pipe from sliding in too far, eliminating all 
future dangers of pipe stoppage. 

Cover Handle saves time in adjusting tank for installation. 

Increase your earnings — make the plumbing job complete, by installing 
the Mohawk Septic Tank in suburban homes, school houses, farm houses, 
amusement parks, factories, gas stations, and comfort stations. 

You will find many home owners in unsewered districts who are ready 
to pay for the comfort and protection of good plumbing and the proper 
sewage disposal. 

Mohawk Septic Tanks are made of copper-bearing, rust-resisting iron, 
all seams extra heavy welded, coated inside and outside witb a heavy 
COftting <>f natural asphalt compound, insuring long life. Gauges 12 
and 14, unbreakable. Each unit complete in itself. No assembling of parts. 




Dimensions 


Approximate 


Approximate 




Inches 


Shipping 


No. Feet 


Price 


Diam. Depth 


Weight 


Filter Tile 




38 48 


300 


125 


$37.00 


46 48 


340 


200 


52.00 


46 72 


425 


400 


90.00 


46 Length 144 


1200 


800 


180.00 



For greater capacity, two or more tanks may be connected in series — 
eliminating partitions. Special layout and engineering data prepared on 
request. Also larger sizes and prices. 
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PAWNEE SUPREME HEATER 

Free Air Travel Healthy Heat 

The Pawnee line is complete and comprises pipeless, pipe, three-way 
and room heaters. Get acquainted with the Pawnee line. 

We illustrate the pipe and pipeless 




Price List on Pipe and Pipeless 



Number 


440 


444 


448 


452 


27-56 


Diameter of Fire Pot 


18* 


20" 


22" 


24" 


27" 


Diameter of Casings 


40" 


44" 


48" 


52" 


56" 


Size of Register . . . 


26x26 


30 x 30 


30 x 30 


34 x 34 


36 x 36 


Size of Smoke Pipe 


8" 


8" 


8" 


8" 


8" 


Heating Capacity in cu. ft 


12,000 


16,000 


22,000 


30,000 


40,000 


Shipping Weight 


1,000 


1,150 


1,300 


1,500 


1,750 


For Booster Attachment add #9.00 




Special Carload Prices on Application 


Price Complete with Casings 


#120.00 


#148.00 


#176.00 


#213.00 


#240.00 


Price List on Pipe (Same Specifica- 












tions as Pipeless) with Casings 107.00 


120.00 


148.00 


176.00 


207.00 



Our customers tell us they can install a Pawnee Heater in half the time 
consumed in installing other makes. 
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Ud With 



VALUES UNEQUALED 




Enameled roll rim guaranteed tub on feet with N. P. 
double bath faucet. 

Supplies. 17 Ga. connected waste and overflow. 
Each . . ! #42.00 



CLOSET 







WALL HUNG APRON LAVATORY 



Opportunity 
Knocking! 

WHY 

NOT 

TAKE 
ADVANTAGE 
OF THESE 
SPECIALS? 

They will not last 
LONG. 




18" x 21" Enameled Guaranteed Apron Lavatory 
with 17 Ga. trap. N. P. basin faucets plug, chain 
and chainstay. 

Each #22.00 



CENTER LEG 
LAVATORY 

Limited number of 19" 
x 21 " Vitreous China 
Center Leg Lavatories. Sub- 
ject to prior sale. Slight 
blemishes. Fitted with N. P. 
faucets, chain, chainstay 
and plug. Supplies and 
li/ 4 r ' No. 317 "P" trap. 

Each #26.00 



A closet with slight imperfections. 

Fully guaranteed Syphon Wash Down Bowl. 

Complete with mahogany seat. . #24.50 

Complete with white seat . . .• Add 3.00 
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Wrapped in cellophane 
J-907 

2l/ 4 " #0.32 

2l/ 2 " 34 

2%" 40 




Doz. Lots y 2 " y 4 " 

Doz. lots, ea..#0.74 #0.84 
3 doz. lots, ea. .70 .80 



Packed 125 to Box 

%" #3.50c 

i/ 2 " 4.00e 

%" 4.70c 

y 4 " ... 5.ooc 



Hp 




An ideal spray. 
Comes in Orchid, 
Blue, Jade, White, 
Red. 

Feature these in 
your display win- 
dow. 



Each 



#1.36 




Ideal for cleaning enamelware, chinaware 
and porcelain. 

Polishes and scours quickly and safely. Di- 
rections on every can. 

Per can, each #0.16 

Doz. lots, each 14 



New Design — Very 
Attractive 

Operates the furnace 
drafts. Complete with 18 
feet of chain, 2 pulleys, 3 
screw hooks, 1 spring, 1 
door wedge. 

Every furnace owner a 
prospect. Can be used with 
steam, hot water or any 
type of warm air furnace. 

Each #7.00 




A Wash-Day Necessity — Saves Time and Energy 




Each #3.50 

Doz. lots, each 3.20 



Saves time and expense. Instantly changes a plain faucet 
to one with hose connection. 

Each #0.80 
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and weather! 



A ROOF of Carey Asbestos Shingles 
is proof forever against fire and 
weather. Because these super-shingles 
are made only of Carey Asbestos and 
Portland cement. They can't burn 
even in a furnace — and they'll never 
wear out! Stop in and have us show 
you samples, in a wide variety of at- 
tractive colors. 





Asbestos Fibre Coating makes the old roof new again! 

When the sun has burned the heart out of the roof, 
and the rains have soaked away its vitality — give it a 
coat of Carey Asbestos Fibre Coating and watch it 
grow young again. Very easy to apply. Simply use a 
brush. 




Try to Cut or Tear it! 

The amazing toughness and durability of Carey Mica- 
Kote Roofing is due to its tough long fibered felt and 
perfectly blended asphalt. The same materials as are 
used in Carey Asfaltslate Shingles — " The Shingle That 
Never Curls/* Let us show you samples of this super- 
roofing and quote prices. 



Something New — RIGHTWAY OIL BURNERS. Are 
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SPECIAL PRICES FOR JUNE ONLY! 

Hose Goods and Clothes Post Outfits 



PAWNEE HOSE 
Moulded 

Corrugated — Black Cover 

Lengths 
Size 25' 50' 

y t " 2-PIy £3.90 £7.60 
% " 2-Ply 5.00 10.00 
Couplings are Included 

CLOTHES POSTS 
AND FLAG POLES 
Portable 



HOSE REEL No. 10 




J2371 




Showing Position of Pole in 
Socket 

Clothes Post in position in 
socket. 

Lunged cover socket. 

Poles are made of steel — all 
other parts — brackets, sockets, 
covers and tops are made of 
cast iron. 



Ornamental 

Tops, threaded or to slip 
(fastened with set screw) 
made for 1", Wi . 

and 2" iron pipe. 
Galvanized or Plain Finish 



Your Customer will welcome 
this outfit. Poles may be 
removed from socket after 
washday, leaving lawn 
free balance of week. 



Clothes Post Top 




Fig. 495 

Black Galv. 
V/ 2 ", 4 Prong £0.40 £0.56 
iy 2 " 9 2 Prong .40 .56 

Rack With Two Poles 
Complete Set 
Galvanized Finish 
£16.00 

Rack With Four Poles 
Complete Set 

Galvanized Finish 
£52.00 



GOOD LUCK WASHERS 

Fit Y 2 ", % " and 3 /i " hose 
couplings. 12 washers in a box. 
24 boxes in a carton £2.35 



"RAIN KING" SPRINKLER 

A Profitable and Quick Selling Item 




Can be set to revolve or remain 
stationary. 

Each £4.50 

Each (doz. lots) 4.30 



Showing Rack Attached to Fence 

Rack installed showing post in 
position. 

Steel Poles t% " I. P. S. 8 ft. long. 



1645 N, America*? St. 5106 Germantown Ave; Agate & Westmoreland Sts. Camden, N. J. Lansdowne, Pa. 



r LE CKJD/SQS 



:Co. 



Main office, 50 NFifth Street. 



Philadelphia 



SHIP TO. 

ADDRESS 

CITY 

VIA 



APPLYING TO W M" SPECIAL 



AMOUNT 



NAME and NUMBER 



PRICE 



To save delay in shipping — NEW customers kindly send "References" with first order. 
When sending Check or Money Order for Orders to go via Parcel Post, please include postage. 



AN ADDED MARGIN 
OF STRENGTH . . . 




INTERNATIONAL 



Fi 

P 

a< 

e: 
Y 
b 



Digitized by 

The Association for Preservation Technology International 

For the 

Building Technology Heritage Library 

^^^^^^ 



YOUR FITTING PROBLEM IS SOLVED wiie.ii xv^ 5" 



SQUARE 




"GEE" 


Pipe 


E 


Fittings 


MALLEABLE, CAST IRON 




DRAINAGE, BRA55 
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AN ADDED MARGIN 
OF STRENGTH . . . 




BRAWNY JOURNEYMEN dragging and twisting on pipe lines to make both 
ends meet. Powerful hands armed with Stillsons drawing tight joints 
tighter. Failing supports and settling buildings piling up the load on pipe lines. 
Fittings must carry these emergency loads and strains. Failures are expensive. 
Play doubly safe with Square "Gee" Trus- Fittings. Reinforced to give an 
added margin of strength, these new, exclusive fittings take the brunt of 
extra loads with ease. 

You pay no more for this added factor of safety. Now, more than ever 
before, "your fitting problem is solved when you say Square 'Gees' 

THE GRABLER MANUFACTURING COMPANY 

6565 Broadway - Cleveland, Ohio 

Warehouses: NEW YORK . CHICAGO . LOS ANGELES - SAN FRANCISCO 

YOUR FITTING PROBLEM IS SOLVED WHEN YOU SAY SQUARE "GEES'- 



SQUARE 


1 1 


"GEE" 


Pipe 


Lzi 


Fittings 


MALLEABLE, CAST IRON 




DRAINAGE, BRA55 
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